Yeovil Town FC Vy Bath City FC 
Attendance 

Yeovil Town FC 1st April 2008 Bath City FC 

13 Darren Behcet 1 Paul Evans 

2 Jordan Street 2 Sekani Simpson 
3 Mark Lynch 3 Jim Rollo © 

4 Robert Fitzgerald 4 Matt Coupe 

5 Adam Howarth 5 Gethin Jones 

6 Craig Alcock © 6 Steve Jones 

7 Curtis Shaw 7 Jason Wood 

8 James Archer 8 Sam Foley 

9 Simon Church 9 Phil Walsh 

10 Marvin Williams 10 Dave Gilroy 

11 Zoltan Stieber 11 Aaron Ledgister 
Subs l Subs 

12 Ren Turnock 12 Darren Edwards 
14 Karl Baker 14 Adie Harris 

15 Owen Irish 15 Martin Paul 

16 Omar Simpson 16 Lee Howells 

17 Ed Weeks 17 Owen Dunn (G/K) 

Officials 
Referee Guy Beale 


Somerset Premier Cup 


Semi Final 


Assistant Referee 


Assistant Referee 


Richard Corp 
Martin Veater 


4th Official Sean Morgan-Smith 


www.bradfords.co.uk 


First Team & Reserve Team Sponsor 
Bradfords Building Supplies 


Youth Team Sponsors 
Jones Building Contractors 


